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MILK: PRODUCTION AND CONTROL

of application are suitable. By removing organic matter from the interior
of utensils they make life untenable for such organisms as may be present.
Unless the detergent is of the highest quality, large numbers of these
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FIG. 152.    Detergent Strength Meter.

organisms may escape removal during the washing process and for this
reason sterilisation with steam should always be the final treatment, although
this is often rendered difficult by the normal commercial routine of continuous
bottle-washing and bottling. Whatever the type, a detergent should fulfil the
following conditions :